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Site Performance Markers 
TESMCFS/01/04 


Enrollment 

8-NOV-04 

15-NOV-04 

22-NOV-04 

7 29-NOV-04 

No. of Subjects Screened 

18 

39 

40 

^3 

No. of Subjects Passed Screening 


28 

__28_/ 


No. of Screen Failures 

6 



IS 

No. of Subjects Completed 

0 

0 

^ 0 


No. of Subjecte Completed and Evaluable 

0 

0 

0 



Site Activity I 

No. of Active Sites 

19 

19 

19 


No. of Inactive Sites 

1 

1 

1 



Status of Samples | Received | Analyzed | Received | Analyzed | Received | Analyzed | Received | Analyzed 

No. of Samples Received/Analyzed by Harrogate 

Nicotine and Metabolites (aglycones/total) 

0 

0 

0 

0 

0 

0 



4-ABP-Hb 

0 

0 

0 

0 

0 

0 



|No. of Samples Received/Analyzed by MDS I 


0 

0 

0 

0 

0 

0 



3 HPMA 

0 

0 

0 

0 

0 

0 



MHBMA 

0 

0 

0 

0 

0 

0 



1-CH-Pyrene 

0 

0 

0 

0 

0 

0 




Status of Data | 

No. Of CRFs Received in Covance Data Management 

0 

0 

0 


No. of Topography Downloads 

0 

0 

0 


No. of Topography Subject Files Transferred to MDS 

0 

0 

0 



' Complele 


11/22/2004 


Source: https://www.industrydocuments.ucsf.edu/docs/pkdj0001 
























































































